SAINT  PAUL'S  CHAPEL,  Trinity  Parish 
In  the  City  of  New  York.   Dedicated  1766. 

Interior  (original  Altar,  Pulpit  and  Chan- 
deliers). Perfect  exannple  of  Georgian  archi- 
tecture. The  Altar  of  the  Blessed  Sacrament 
in  the  South  East  corner  of  the  Chapel  is 
a  memorial  to  the  Reverend  Wm.  Montague 
Seer,  S.T.D.  Vicar  of  St.  Paul's  from  1894 
fo  1918. 
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